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Mo rton-compliant items ideniHied during this inspection. 
Exit interview conducted with facility representatiue. 


ROBERT BRANDES, D Y M 


By; 

ROBERT BRAWDES, D V M USBA, APHIS, Animal Care 
Title: VETERINARY MEDICAL OFFICER Inspector 2CW£ 
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